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One interesting modification
announced for future production
is a " larder conditioner" (Fig.
235). It consists of a compact
cooling unit which is fitted inside
the larder and will maintain a
temperature sufficient for normal
food preservation ; it does not, of
course, incorporate any device for
ice making. Larders in which
these units are to be installed
must have close-fitting doors and
adequate heat insulation.

Food Service

An important  adjunct to the

serving of food  is the  electric

platewarmer,   a    simple   heated

stand on which  dishes can be
kept warm during the progress
of meals.

235. Prototype larder cooling unit.

HOME LAUNDRY
Motor-driven appliances are due to take an increasingly large part in
easing the arduous work of home laundry.
Washing Machines
Before the war, electric washing machines were not so widely used in
this country as they are in the U.S.A. The high prevailing prices partly
accounted for this, but an equally strong deterrent was the British house-
wife's preference for boiling clothes. These difficulties are gradually being
overcome as, on the one hand, machines at a more popular price become
available and, on the other hand, women realise that the system of clothes
agitation is a reliable alternative to boiling.
To bring these machines within easy reach of most homes, seven
British manufacturers are producing a simple washer at a popular price.
It will be square in cross-section, not exceeding 22| in., and the capacity
will be 10 gals, to the load line. Over the tub will be a detachable wringer
which can be stored inside the cabinet when not in use, leaving a flat
working surface to align with other kitchen units.
The machine, like the majority of makes, has a gyrator action. Other
systems include (a) vacuum cup type of agitation, (b) a rotating and,
reversing drum which revolves and tumbles the clothes inside, and (c) a
high pressure water-injection process. In some of the more expensive